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NARA RG104, Entry 1, Box 162 


Mint of the United States at Philadelphia, Pa. 
Coiner’s Department. 

February 21, 1890. 

Hon. O.C. Bosbyshell 
Superintendent 

Sir. 


I have the honor to state that the wood supplied for annealing purposes is not of sufficient 
strength to do the work required. Much of it is dead and burns up too rapidly. We want live and 
solid wood such as the contract calls for. 

Very respectfully yours, 

W.S. Steel 
Coiner 



